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Materials, Supplies, & Cutting Diagram 


Platform Bed (King-Size) 

A Headboard Legs (2) 

B Headboard Bottom Rail (1) 

C Headboard Middle Rail (1) 

D Headboard Top Rail (1) 

E Headboard Muntins (2) 

F Headboard Side Panels (2) 

G Headboard Centre Panel (1) 
H Headboard Cap (1) 

I Footboard Legs (2) 

J Footboard Rail (1) 

K Side Rails (2) 

L Side Rail Cleats (2) 


1092 x 76x 76 
1906 x 179x38 
1906 x 179 x38 
1906x89x38 
350 x 89 x 38 
350 x 350 x 18 - ply. 
350 x 1012 x 18 -ply. 
2032 x 100x25 
363 x 76x 76 
1906 x 179x38 
2040 X 179X38 
2000x38x38 


M Headboard/Footboard Cleats (2) 1830 x 38 x 38 

N Platform Panels (2) 1862 x 1036 x 18 - ply. 

O Platform Brace (1) 760 x 150 x 18 - ply. 

P Platform Leg (1) 257 x 100x38 

• (4 sets) 150mm Bed Rail Fasteners w/Screws 

• (22) 8g x 65mm c/s Woodscrews 

• (10) 8g x 50mm c/s Woodscrews 

• (6) 8g x 32mm c/s Woodscrews 


2400 x 250 x 50 Cherry 
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2100 x 200 x 50 Cherry (Two Boards) 



2100 x 200 x 50 Poplar 


- M - 

nm 

p 


\ 

\ 

\ 

\ 

\ 

\ 

\ ■ 

H 

- L - 


1800 x 200 x 50 Cherry 
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Materials, Supplies, & Cutting Diagram 


Platform Bed (Double Bed-Size) 


A Headboard Legs (2) 

B Headboard Bottom Rail (1) 

C Headboard Middle Rail (1) 

D Headboard Top Rail (1) 

E Headboard Muntins (2) 

F Headboard Side Panels (2) 

G Headboard Centre Panel (1) 
H Headboard Cap (1) 

I Footboard Legs (2) 

J Footboard Rail (1) 

K Side Rails (2) 

L Side Rail Cleats (2) 


1092 x 76x 76 
1456 x 179x38 
1456 x 179 x38 
1456x89x38 
350 x 89 x 38 
350 x 350 x 18 - ply. 
350X 562 x 18 -ply. 
1 576 x 100x25 
363 x 76x 76 
1456 x 179x38 
1900 x 179x38 
1860x38x38 


M Headboard/Footboard Cleats (2) 
N Platform Panels (2) 

O Platform Brace (1) 


1380x38x38 
1412 x 968 x 18 - ply. 
760 x 1 50 x 18 - ply. 


• (4 sets) 150mm Bed Rail Fasteners w/Screws 

• (22) 8g x 65mm c/s Woodscrews 

• (8) 8g x 50mm c/s Woodscrews 

• (6) 8g x 32mm c/s Woodscrews 


2400 x 250 x 50 Cherry 



1800 x 200 x 50 Cherry 



2400 x 100 x 50 Cherry 



1800x 125x38 Cherry 



1800 x 200 x 50 Cherry 



2100 x 200 x 50 Cherry (Two Boards) 



2100x200x50 Poplar 



1800 x 200 x 50 Cherry 



1200 x 1200 x 18 
Cherry Plywood 




















































































